Appendix 5.1: Statement of Work 


Proposal Number: MTEC-20-09-COVID19-064 

Organization: VxBiosciences Inc. 

Title: Rapid Development of Transmissible, Self-deploying Therapeutic Interfering Particles (TIPs) 
to Reduce Population-Level COVID-19 Transmission 

ACURO and/or HRPO approval needed: Yes 

Electronic Grant System # (EGS): MT20009.064 


VxBiosciences, Inc will provide all FDA communications and documents related to this award for review if 
requested by SOTR, ORA and ORP. 
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The three major phases of the efforts in this proposal are: 


The Tasks are as follows: 
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Deliverables 


Task 1 deliverables 
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Milestone Payment Schedule 


MTEC Task Significant Events / Due Date Government | Site Total Funding 
Milestone | Number | Accomplishments Funds 

Number 

1 1 Project Kickoff 6/1/2020 VxB; 

2 1 6/1/2020 VxB; 
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24 12/16/2020 $o 
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Total $5,926,890.00 $5,926,890.00 


